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UNCLAS  THE  HAGUE  002385 

SIPDIS 

DEPT  FOR  IRM/OPS/ITI/TSS 
FRANKFURT  FOR  RIMC 

E.O.  12958:  N/A 

TAGS:  ACOA  ASEC  AMGT  APER  KRIM 

SUBJECT:  REQUEST  FOR  CAA  DIGITAL  COPIER  REPAIR  TECHNICIAN 

1.1 . Post  requests  the  immediate  services  of  the  digital 
copier  repair  technician  in  Frankfurt  to  service  two 
defective  Nashuatec  copiers  located  in  CAA  offices. 

12 . The  digital  copiers  are  Nashuatec  Model  425.  One  copier 
is  making  loud  grinding  noises  and  the  second  copier  had  a 
part  break  off  and  is  not  operational. 

13.  POC:  IMO  - Mari  Jain  Womack.  IVG:  361-9200,  Comm:  31- 

70-310-9200. 

Sobel 


